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General Diagnostic Table 


5. General Diagnostic Table 
A: INSPECTION 
































Symptom Possible cause Corrective action 

Parking brake pedal is misadjusted. Adjust. 
Parking brake cable does not move. Correct or replace. 

Brake drag : : ; ; 
Parking brake shoe clearance is maladjusted. Adjust. 
Return spring is faulty. Replace. 

. Return spring is faulty. Replace. 

Noise from brake : 

Brake shoe spring fault Replace. 
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(POWER STEERING) 





Page 

As. “General DESEMPTOMN 'weversscatcets ge crecessscadens aetcundesnedteettondea dese teentauncetet cerned 2 
2.  SSSrING WINES] seesescceensevehavocsatiecansvectcemoneieke crs uanepeesiedsed eeseieceeebeeeteeteese 13 
Ji, MITAIMEN Sea ONY: feed acetate hel it eat seated Mente ities Nee tele a eee ta aes 14 
A. Tilt Steering: COMMA sis iccctccceeteres tesetietasnnceeneseieeieyeiedreescimtetenen denies 16 
By. SICSHING GEAMION: tics seats ete he RACER ars tetet cchsiela dest otens yee ine eae nto! 18 
6. + PIDG-ASSOMIDIY ies cs seceded vee Riv cdeazeuss 8 Rucoe cavers aseetens taceeneveavevaiaciapezm bance 39 
Weg? OIDs siete et aie pete ieee fateh Rae a iron onan elke wet ceed tue 43 
Be” MRESCIVO IR NAN see tevactercnt el arihban ocunline deca deuattt nett nanteaaeteanecerndar tts 51 
9. .POWEF SIGCHING: FIUIG so 5-cc testi btiic taht abate eee ae 52 
10. General Diagnostic Table... ccecceeeeeecceceeeeeeeeeeeeeeaaeeeeesneeeeeeeaaeeeeee 53 





